1518                                   UNIT CONSTRUCTION  COSTS
Excavation—Type No. 2
This class covers excavation made with picks, shovels, slips and carts.    Tho  Imul w ovrr 100 ft, in every case.
~            /t       v         <'«>HT I'KH
.NUMBER                                  NAME OF ACCOUNT                                  TOTAL C.OHT    i ir. \ i>.     ('tft y1(<
7309         Track scales in receiving yard........................        $348,01            3SH        §0, 'JO
7312         Retaining walls.....................................            77. (W              00          1.i!l»
7701         Crushing plant.....................................          «««.«7             <UH»           I .lit
8306           Flues from boilers to rovorba.........................            10. SO               l.p>           I • 3U
8307.01    Waste heat boilers..................................          21H.44            120          1.Of*
8307.03   Feed pumps........................................          001.44             O."»t>           0. «.)i
8404        Converter stands...................................          «"s •SH          :iu't         ° •sr*
8413        Two casting machines...............................          5-**•Hi!           *r'^~          I •tr-
8421         Converter dust chamber.........................-----           127. US            205          0. 4S
842G.1     Wet pan...........................................              -••»•*              J*          ° sl
9017         Feed water heating plant............................          ** 1.00          274         0 MS
9050         Cooling tower......................................        1,074,112        l.SKt)         l.Uf»
9060         Oil supply sump and pump house.....................       l,2f»7.02        1.30H         0.1M
9060.11   Storage tanks......................................          ;UW.20           f»f.I         0,:,0
Total..............................................    $0,341. oa        o.miit       $o.«fi
Excavation—Type No. 3
This class covers excavation mado with powdor, nickn,, «iht»v«»l« niul wht*fUmrruwii.    Tin* liuttl wu* less than 100 ft.
NUMBEB                                NAMM o» ACCOUNT                                 TOTAT* C'oHt    ('«?, Vti,     .,     ..
8906.2      Water supply tank..................................        $14.1,OH            Htl        $1,LM
8916          Temporary power plant..............................          354.07            3SH          0,01
8917         Temporary crushing plant........___............,..            57,00           150         0, .17
8920        Wagon road............................,..,........          0;!4,74           t»;»I         0,!>7
9005        Well grading.......................................       2,078,75         &WH)          »,HO
Total..............................................     $;i,fif»f*. 24         4,211        ftl, M
Excavation- -Type No. 4
This class covers excavation made with powder, pickn, Hhovi'lx, nlipw, lfr«n«n»?t iyi*t ir^fin,    Thr» luitil was over 100 ft.
NUMBER                             NAMB OF ACCOUNT                               TOTAL <Wr      C'*t?, Vn.       *,mr J'r'*!
1 tt   \ i*.
7901        Bedding plant....................................     tlS,2Mt,4Jl        t^'flfl       ff>.lil»
8101         Boaster plant....................................         1,54.7.07          J,^ifl         1.27
8307         Reverb, boiler building.........,..............,,,.            2S.1.14            ;itttt         u, !»:i
8312.10   Feed piping from heating plant to pumpa,...___....          1.IHH. ,42          l,aVU         II. HI
9060.20   Supply tank for rovorba. ami bottom..............,,,           405,31             4114          I,tHi
Total......................,.................,,,,     »tfnf»HtUI7         IfiJII        ti.fftt
This class covers excavation done with plowa, slips, fnwnc«» utui lit, mmm vww# powder.    Tim Imul was less than 100 ft.
Excavation -Type No. 6
no with plowa, slips, fnwni«» utui
NUMBIDB                             NAMR OF AOCOHNT                               TCITAI. <rcmf      t!tf, Vi*.    ^*'ll'r l**s
CJw, \ i»,
8701         Boiler and blacksmith shop.......................,       $1,1K(1.HH          1,4SH       |llth^
9001         Power house.....................................         7»7tW, t'»5          7,;ii:t          1 !o7
9060.14   Railroad grading at oil sump.......................         1,477,2?          2,4.'tW         I), I!I
Total........................................-----     $10,4(10.80         U.SllO        $ti.«;ittf..         M7JVH         *^*i 7** "   air pip« isri'ftiiiit,         ;?:•!*» ft?          1*1 ;M Transfurmur      tru^kiA and transfer tith)n,. ,          l;fl nil         f*:\* *<«* Auto traiH*! «««*'» , , « ,         7;ifi,iw    I;*jJil y| Con(i0nm»ni      fcnti«I*«	
